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3.9 (b) 

PEEDIHC. 

- The toed receptacles in Irtree of the four woff dog pens conlained a foamy, soupy substance with numerous Floaling 
inaecH, vegataHon ngmnarta and Kard a build up ql dabiis cm ftie aides. Food recepfadas muaf l?e daanEb and 
sanitizad ai l&asi ^ery two weeKs to prevonl accumulation of dirt, debris, food waste, excreta, and other disease 
hafards The licensee must clean and sanitize food and water receptacles once every two wee*ts in accordance with 
the AWA. 

Te be corrected by 7yMli'2(ll5 
3.77 (a) 

SHELTERED HOUSING FACILITIES. 

- The sheltered nonhuman primate (NHP) house in the back of tbe park and the sheltered cbimpanzeelemur house 
in Cha front qf ftie pork had amtstenf tempgraCurqa abgve 35 r^^. F wfian fhe inspeciprs arrived |hq morning ql fhe 
inspaotion. Tha shallerod cbimpanzaa>'lamur building did not have an adoquaia malfKid to cool the building. The 
sheltered MHP house in the back of the park had a window air condilioning unit present that was running al the time 
of ihspeolion, however, it woa B7 deg F in the eir sineam blowing Irom the unit el e distance of 2 leei. The licensee 
was gii/an the duration of the Inspection to decrease the ambient temperatures In Ihe buildings. The licensee 
purchased fans and had Itieim in Ihe building at Ihe end of the inspection. However, the temperature in the building 
wcs even highar s&varal hours atier the initial tamperaluro wae laksn. Exosssrve haal can load to severe hesllh 
problems for enclosed animals . The sheltered housing facilities must be suffioently healed and cooled when 
neoeasary to protect Ihq ngnbuman primates Irom temperature exinemes, and to provide lor their health and well, 
being. The ambienl temperature lin tha shelier ad pari cl the tacility must not ba abova 65 dag F lor more than 4 
ooneecutrye hours when non human primates are present. 

Ta be ccwr&cted by 9.'27ya'Dt5. 


3.64 (d) 

CLEANING, SANITIZATION, HOUSEKEEPING, AND PEST CONTROL, 

- Numerous flies were observed the on Floor, on Food receolactes, and Hying «n the indoor portion ol the enclosunes in 
the nqn-humen pnmate buildings. The flies are also prqsenl in |Fk chimpgnzee and lemur 
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indocr fa&lity, There was no ■otosenvable mechanism tor fly conifol neted by inspectors at the time of the inspection 
^nd thp facility representative stated re miechenism was in placjs- Flies cany diseases and may caese illness ta the 
enclosed ammals. Tha-y can also contaminate tood, water and livlrtg araas. Tha licnnsae muet have an adaquata 
program to control pests in the buildings ar»d must ensure proper pest conirol throughout the lacilily. 

To be •correclfid by 7y30ii'20l5 

3.125 (a) 

FACILITIES. GENERAL 

■The fence for the pigs and deer enclosure is leaning sharply in Ihe tMch tyy Ihe wolf and tiger endosures. Fendng 
thig ■conqTrtiQn ig not gecure. ngr ig il safe tor Che enclosed animals. The licensee must mgintein the fence tc keep the 
enclosed ammals safe and preveni unwanted animals Irom antarlng the enclosure. 

Te be COTreded by: 7 y 30 / 2015 . 


Inspection and exit interview conducted with Debbie Cunningham, VMO. Mike Tygart, VMO arwJi lacilily 
representetives. 
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